THE WITNESS:  Yes.

JUDGE KOUTRAS:  And you told him the same thing?

THE WITNESS:  Yes.

JUDGE KOUTRAS:  Did you specifically tell Mr. Hager,
that you had heard from someone from the previous
shift, that the elevator had dropped some distance?

THE WITNESS:  Yes.

JUDGE KOUTRAS:  What was his reaction to that?

THE WITNESS:  He couldn't answer why, I asked him
if he was aware of the elevator dropping, and he

says, no.

JUDGE KOUTRAS:  Do you have any idea how many
people were on the elevator, when riding it up with
Mr. Kessler?

THE WITNESS:  I would say maybe eight people, I
don't know, for sure.

JUDGE KOUTRAS:  About eight, and you heard no one
else say anything about the elevator dropping,
how far it dropped or anything?

THE WITNESS:  Not at the time, you know it was a
situation, where I was coming out to get my lamp,
and Jerry was there, and other people were starting
to leave, I was running late.

Martin Willis, stated that he is employed by the respondent
as a motorman, and that he is vice-president of local union
2258 and also serves a safety committeeman.  He confirmed that
he went to the mine on December 28, 1982, at 9:00 a.m.,
to attend a safety meeting with mine management and that he
was scheduled to work that day on the 4:00 p.m. to 12:00 midnight
shift.  While at the bathhouse someone advised him that there was
a problem with the elevator, and he spoke with the general mine
foreman Allen Hager about the matter and Mr. Hager advised him
that""they were working on it".  Mr. Willis then proceeded
to the elevator area and someone from the work crew which had
just finished a shift told him that "the elevator came up, stopped,
felt like it dropped/ and then it came up on inspection speed"

(Tr. 165-169, 171).  When asked who told him this, he identified
the crew members as Jerry Kessler and Wayne Bara, and he
indicated that Mr. Kessler appeared scared and frightened

(Tr. 172).

2186 have refused to ride the elevator had Mr. Kessler not
